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20 FLicnt. ADVERTISEMENTS. MARCH 11, 1937, 


FLYING 
HOSPITAL 


YR-SAN, a fully equipped Monospar Ambulance, 
has recently been despatched by air to Industria 
Aeronautica Romana, the Roumanian State Aircratt 
Factory. This machine, besides its main purpose 
of carrying sick persons to Hospitals from remote 
districts, is capable of bringing a doctor and full 
equipment in cases of sudden illness. Interior and 
fittings have been designed under the auspices of 
the British Red Cross Society and include every 


i e essential for the care and transporting of ihe sick 

4 or injured. This Monospar is not merely tor hrst 
re aid; it is a small but veritable flying hospital 

whose speed and smoothness in the air will be of 

immense benefit in a task where these poinls 


mean so much. 
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Kindly mention “‘ Flight’’ when corresponding with advertisers. 


